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Message Text 

UNCLASSIFIED 

PAGE 01 MEXICO 03659 242326Z 
ACTION 10-13 

INFO OCT-01 ARA-10 ISO-OO CIAE-00 COME-OO EB-08 INR-07 
LAB-04 NSAE-00 SIL-01 /044 W 

250809Z 089978/11 

R 242320Z MAR 77 
FM AMEMBASSY MEXICO 
TO SECSTATE WASHDC 1061 
INFO AMEMBASSY GUATEMALA 

UNCLAS MEXICO 03659 

E.O. 11652: N/A 
TAGS: ELAB.ILO 

SUBJECT: NEW ILO DIRECTOR OF MEXICAN OFFICE 

ACTING DIRECTOR AGUSTINONI INFORMED LABATT MARCH 24 THAT 
ILO HAS FINALLY NAMED RENE ROBLES AS REPLACEMENT DIRECTOR 
FOR MEXICAN OFFICE TO REPLACE VF.NTI JRF.LLT WHO RETIRED LATE 
IN 1976. ROBLES IS GUATEMALAN WHO HAS BEEN WITH ILO 
FOR ABOUT 25 YEARS. HE SERVED IN MEXICO IN THE 60 S, HAS 
BEEN DIRECTOR OF THE SAN JOSE OFFICE AND LATELY SERVED 
THREE YEARS OR MORE IN GENEVA. HE WILL ARRIVE WITHIN 
NEXT FEW DAYS. THOMPSON. 


UNCLASSIFIED 
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